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E.O. 11652: N/A 
TAGS: SCUL, CH 

SUBJECT: PRESS COVERAGE OF SONG AND DANCE TOUR 

NATIONAL COMMITTEE (NCUSCR) SENT STATEMENT BY MESSENGER TO 
WIRE SERVICES LATE AFTERNOON MARCH 26 ON POSTPONEMENT OF 
TOUR. WIRE SERVICES, HOWEVER, APPARENTLY DID NOT FOCUS ON 
THIS ITEM AND NO STORIES WERE GENERATED IN THE MORNING 
PAPERS. UPI THIS AFTERNOON CARRIED A STRAIGHTFORWARD 
REPORT ON THE ANNOUNCEMENT. THE FINAL EDITION OF THE 
WASHINGTON STAR FEATURED A LONG FRONT-PAGE STORY BY HENRY 
BRADSHER WHO QUOTED OBSERVERS AS SAYING THIS WAS THE FIRST 
TIME THE US HAD RAISED OBJECTION ON A CHINESE CULTURAL 
EXCHANGE. BRADSHER REPORTED THE NATIONAL COMMITTEE HEAD- 
QUARTERS IN NEW YORK AS EXPRESSING THE HOPE THIS WOULD 
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TURN OUT TO BE AN ISOLATED INCIDENT. INGERSOLL 
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